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UNCLASSIFIED 

PAGE 01 IAEA V 06526 061554Z 

70 

ACTION 10-13 

INFO OCT-01 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 L-03 

NSAE-00 NSC-05 EB-07 NRC-07 OES-06 DODE-OO /060 W 

033940 

R 061440Z AUG 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 7912 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 6526 

DEPT PASS IO/SCT 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUB J : IAEA ADVISORY GROUP MEETING ON NUCLEAR POWER 
TRAINING COURSES 

REF: AMMONS/GABBERT TWX 041900Z AUG 76 

1 . RE QUERY REFTWX, AGENCY ADVISES THAT NEXT ADVISORY GROUP 
MEETING SCHEDULED TO BE HELD IN VIENNA OCTOBER 19-20, 1976. 
ANNOUNCEMENT SHOULD BE FORTHCOMING SHORTLY. 

2. ON ASSUMPTION KANTER PLANS ARRIVE ONE DAY BEFORE AND 
DEPART ONE DAY AFTER MEETING, MISSION HAS RESERVED SWB AT 
PENSION WIENER FOR NIGHTS OF OCT 18 THROUGH 20.LABOWITZ 


UNCLASSIFIED 
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